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A Relaxing Way to Help Reduce Cellulites 



Congratulations on your purchase 
of the Emjoi® CelluLess. You are 
now on your way to feeling good 
about looking good. The Emjoi® 
CelluLess is a portable, waterproof 
massager that actually helps to 
break up the cellulose under the 
skin - the cause of unsightly 
dimpling. But more than that, it's 
a great way to relax and relieve 
tense or tired muscles, alleviate 
stress and generally turn feelings 
of fatigue into feelings of 
rejuvenation and well-being. 

To use, just follow these simple 
instructions: 

Wirgratulieren Ihnen zum Kauf des 
Emjoi® CelluLess. Sie sind jetzt 
auf dem richtigen Weg, sich durch 
gutes Aussehen allgemein besser 
zu fuhlen. 

Das Emjoi® CelluLess ist ein 

handliches, wasserdichtes 
M assagegerat, das mithilft, die 
Cellulite unter der Haut und damit 
die haBlichen Dellen zu reduzieren. 
Aber es ist vielmehr noch eine 
grofiartige Methode, verkrampfte 
oder mude M uskeln zu entspannen, 
Stress zu lindern und Mudigkeitzu 
vertreiben. Sie fuhlen sich erfrischt, 
wohl und neu belebt. 

Fur den Gebrauch befolgen Sie 
bitte diese einfachen 
Anweisungen: 



On/ Off Switch 

When switch is in 
center, the Emjoi® 
CelluLess is turned 
OFF. To turn ON, 
slide switch to the 
right or left. 
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Ein/Aus-Schalter 

In der Mittelstellung 
(OFF) ist Emjoi® 
CelluLess 

ausgeschaltet. Zum 
Einschalten 
schieben Sie den 
Schalter entweder 
nach rechts oder 
links (ON). 



Massage Rollers 

These begin to 
operate, rotating in 
opposite directions 
when the switch is 
in the On position. 



Massage-Rollen 

Wenn Sie das Gerat 
einschalten beginnen 
sie sich zu drehen. 



Main Unit 

Economically 
designed for 
comfortable 
use. 



Anti-Slip Anti-Rutsch 

Rubber Grip Gummi-Griffleiste 

For enhanced fur erhohte 

convenience. Bequemlichkeit 



Safety Strap 

Keep strap 
round wrist to 
avoid dropping 
unit. 



Sicherheitsband 

Leg en Sie es fest urn 
Ihr Handgelenk, 
damit das Gerat 
nicht hinunterfallt. 




Massagegerat 

Ergonomisches 
Design fur 
bequeme 
Anwendung 



Waterproof Seal 



Waterproof- 
Versiegelung 



Top Cover 

Protects against 
dust and 
damage. 



Geratdeckel 

Schutzt gegen 
Staub und 
Beschadigung 



Coin 

Hanging from safety 
strap, for opening 
and closing battery 
cover 



Battery Access 
Knob 

with coin groove 
for opening battery 
compartment. 



Off ner des 
Batteriefachs 

mit Schlitz zum 
Offnen durch 
eine Miinze 



Vor dem ersten Gebrauch: 

Batterien einlegen: 



. Stellen Sie 
sicher, dass der 
Schalter in der 
"OFF"-Stellung 
ist. 



. Drehen Sie 
gegen den 
Uhrzeigersinn mit 
einer M unze den 
Knopf am 
Batteriefach auf. 




3. Nehmen Sie den 
Geratedeckel ab. 

Durch die 
wasserdichte 
Versiegelung kann 
das etwas schwer 
gehen. 




4. Setzen Sie 4 AA- 
Batterien ein, wie 
nebenan gezeigt. 




. Legen Sie den Deckel 
wiederauf und drucken 
Sie ihn mit beiden 
Handen an seinen 
Platz, wie gezeigt. 

Es ist wichtig, dass das Gerat 
fest verschlossen ist, urn das 
Eindringen von Wasserzu 
verhindern. Entfernen oder 
beschadigen Sie nicht die 
"Waterproof" -Versiegelung. 

Sie schutzt die inneren 
Bestandteile. 
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. Wenn Sie sichergestellt 
haben, dass der Deckel 
fest und sicher an seinem 
Platz ist, stecken Sie eine 
M unze in den Schlitz des 
Batteriebehalters und 
drehen Sie den Knopf im 
Uhrzeigersinn ganz 
vorsichtig so weit esgeht. 




Vorsicht: 



Tauschen Sie die Batterien nicht mit nassen 
Handen aus und vermeiden Sie beim 
Batteriewechsel jeden Kontakt mit Wasser. 



Gebrauchsanleitung 



1. Legen Sie immer die Halteschlaufe urn 
Ihr Handgelenk urn ein Herunterfallen 
zu verhindern. 




2. Schieben Sie zum Einschalten den Schalter 
nach rechts oder links (ON). 




3. Beginnen Sie mit Korperpartien, die 
Sie leicht erreichen konnen. Halten 
Sie die Massagerollen an die von 
Cellulite befallenen Korperstellen, 
wiez.B. den Bauch und bewegen 
Sie das Gerat sanft kreisend, langsam 
uberden Korpergleitend. Wir 
empfehlen: 

Benutzen Sie M assageol oder 
Korperlotion, urn die Wirkung zu 
verstarken. 




4. CelluLess ist ideal fur Oberschenkel 
und GesaS. 




5. Achten Siedarauf, dafs das 
Gerat nach jedem 
Gebrauch ausgeschaltet ist 
(OFF). 



Achtung: 



Passen Sie auf, dass sich 
die Halteschlaufe nicht 
in den Massagerollen 
verfangt. 





Aufbewahrung und Wartung 



1. Stellen Sie vor dem 
Aufraumen sicher, dass 
der Schalter in der OFF- 
Stellung (ausgeschaltet) 
ist. 
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2. Wenn Sie das Gerat 
langereZeit nicht 
benutzen, sollten Sie 
alle Batterien 
entnehmen. 




. Reinigen Sie das sorgfaltig 
verschlossene Gerat mit einem 
feuchten Tuch oder mit Seife 
und Wasser. Entfernen Sie 
jede Feuchtigkeit, bevor 
Sie das Gerat aufraumen. 




. Nach langerem Gebrauch in heiSem 
Badewasser (30 - 40 Grad C), kann sich 
Kondenswasser im Inneren des 
Batteriebehalters ansammeln. Wir empfehlen, 
die Batterien herauszunehmen und das Fach 
mit einem trockenen Tuch oder Papiertuch 
zu trocknen. 



5. Lassen Sie es nicht im Wasser 
liegen. 




Zu Beachten: 



Fur Kinder unzuganglich 
aufbewahren. 




Benutzen SiezurReinigung 
des Gerates keine scharfen 
Reinigungsmittel, wie 
Badewannenreiniger, 
Bleichmittel, Benzol oder 
Verdunner. Setzen Siees 
nicht offenem Feuer aus 




Bewahren Sie das Gerat 
kuhl und trocken auf. 




Versuchen Sie nicht, 
esselbst zu 
reparieren. Sie 
verlieren dadurch 
Ihren 

Garantieanspruch. 




*Schutzen SiedieUmwelt! 

Entsorgen Sie die Batterien den nationalen 

Vorschriften entsprechend. 
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Before first use: 
Install batteries 



1. Be sure the switch is in 
the OFF position. 
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2. Using the special coin 
attached to the strap, 
turn the Battery Access 
Knob counter-clockwise 
to open. 



3. Lift the top off the unit. 

It may be difficult to 
remove the lid because of 
the waterproof seal. 




4. Place 4 AA batteries in 
compartment as shown in 
the illustration. 





5. Replace cover and 
firmly press in place 
with both hands as 
illustrated. It is 
important that the 
unit is properly closed 
to avoid water 
entering the 
mechanism. When 
securely closed, the 
unit is watertight. Do 
not damage or 
remove waterproof 
seal - it protects 
internal components. 




6. Once you have made sure 
that the cover is properly 
and securely in place, 
insert the coin into the 
groove of the Battery 
Access Knob and turn 
clockwise, tig htly twisting 
as far as it will go. 




Caution: 



Make sure the switch is in the OFF position 
when installing the batteries. 
M ake sure top cover is closed tightly and 
well sealed. 

Do not replace batteries with wet hands 
and avoid all contact with water while 
replacing batteries. Internal contact with 
water may cause operation failure. 



How to use: 



1. Keep safety strap around wrist at 
all times to avoid dropping. 



2. Slide switch to the left or right to 
turn ON. See that massage rollers 
begin to operate. 



3. Start with easy-to-reach areas Hold 
the massage rollers against the 
chosen part of the body, especially 
areas high in cellulite, such as the 
belly, and move in gentle circles, 
slowly sliding along the body. 
Recommended: Use massage oils 
or body lotion to enhance 
massage. 



4. CelluLess is ideal for thighs or 
buttocks. 



5. After each use, make sure to slide 
switch to the OFF (center) position. 




Caution: 



Do not let the strap 
get caught in massage 
rollers 







Storage and maintenance 



Be sure the switch is in 
the OFF position before 
storing. 
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2. When not in use for 
long periods of time, 
all batteries should 
be removed. C- 3 




3. With unit securely closed, 
clean with a damp cloth 
or with soap and water. 
Wipe off any moisture 
before storing. 




4. After prolonged use in warm water/hot bath 
(90°-110°) you may find condensation on 
the inside of the battery cover. We 
recommend removing the batteries and 
drying the inside of the compartment and 
cover with a dry cloth or paper towel. 



5. Do not leave immersed in 
water. Store in a dry place. 
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Troubleshooting: 



Caution: 



Keep out of reach of 
children. 




Do not use harsh cleansers 
such as bathtub detergents, 
bleaching agents, benzene 
or thinner to clean the unit 
Do not expose to open 
flame, or dispose of in an 
open flame. 




Do not store in a place 
where it may be 
exposed to extreme 
temperatures. 





Do not attempt to 
repair yourself, as this 
will void your 
warranty. 




* Protect the environment! Dispose 
of used batteries by placing them in 
the appropriate receptacles as 
required by regional regulations 



Trouble Cause 



Treatment 



Product Batteries not 
does not installed, or 
work. installed 

incorrectly. 



Install batteries. 
Check that they 
are positioned 
correctly. 



Water is inside Discontinue use 
the unit. and contact 

customer 

service. 



Use the Emjoi® CelluLess in the bath or shower 
and for an enhanced massage, use with body lotion 
or oil. Whenever you use it, you're on your way to 
feeling good about looking good! 



WARRANTY 



The Emjoi® CelluLess warranty 
against defects in material and 
workmanship lasts one year from 
the date of purchase. During this 
warranty period, Emjoi® (directly or 
through your local retailer) will take 
care of repair, or at their discretion, 
replacement of the defective unit 
without charge. 

IMPORTANT: This warranty does 
not cover damages resulting from 
accidents, misuse, alterations, abuse, 
lack of reasonable care, or 
performance of services or repairs 
by an unauthorized service center. 
The manufacturers and the 
distributors of the Emjoi® CelluLess 
do not assume responsibility for any 
damage caused by misuse or use 
other than that described in these 
instructions. 



Modell No. AP-16 
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A Relaxing Way to Help Reduce Cellulite! 
Ganz entspannt Cellulite reduzieren 



Benutzen Sie Emjoi® CelluLess 

in der Wanne Oder unter der 
Dusche. Urn die Massagewirkung 
zu erhohen, tragen Sie Bodylotion 
oder Ol auf. Jede Anwendung 
steigert Ihr Wohlbefinden durch 
gutes Aussehen! 




